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PROVISIONAL  SPECIFICATION. 

Disinfecting  Wardrobe. 

John  Millar  Barclay  of  51,  Lower  Sackville  Street,  Dublin,  Merchant 
Tailor,  do  hereby  declare  the  nature  of  this  invention  to  be  as  follows: — • 

My  invention  relates  to  a  new  and  improved  method  of  disinfecting  all  kinds 
(if  clothing  and  wearing  apparel,  being  in  the  form  of  a  wardrobe,  which  is 
5  air  tight,  and  may  be  made  of  any  such  dimensions  as  the  size  or  shape  of  the 
room  in  which  it  is  to  be  placed  may  require.  The  articles  to  be  disinfected 
are  hung  inside  the  wardrobe  and  are  disinfected  by  a  gas  generated  from 
formalin  tablets  which  are  put  in  a  small  methylated  spirit  stove  placed  inside 
the  wardrobe.  This  gas  kills  all  kinds  of  microbes,  germs  of  disease,  vermin, 
](>  etc.,  is  perfectly  harmless  to  cloth  and  not  injurious  to  the  lungs  when  inhaled. 
In  order  to  remove  the  disinfected  articles  the  gaseous  fumes  are  driven  out  of 
the  wardrobe  in  a  f'ewr  minutes  by  means  of  a  hand-fan  capable  of  forcing  a 
powerful  draft  of  air  through  an  aperture  in  the  side,  which  is  regulated  by 
a  valve.  These  fumes  escape  through  a  rubber  of  metal  tube  (also  regulated 
25  by  a  valve)  which  may  lead  through  roof  or  window.  Besides  being  a  sure 
preventative  of  the  spread  of  infectuous  diseases,  the  wardrobe  is  also  a  hand¬ 
some  piece  of  furniture  adaptable  to  any  apartment  in  warehouse  or  private 
dwelling  house  and  causes  absolutely  no  smell  whatever. 

Dated  this  25th  day  of  October  1900, 

2o  JOHN  MILLAR  BARCLAY, 


COMPLETE  SPECIFICATION. 

Disinfecting  Wardrobe. 

John  Millar  Barclay  Merchant  Tailor  of  51.  Lower  Sackville  Street  Dublin 
Ireland  do  hereby  declare  the  nature  of  this  invention  and  in  what  manner  the 
05  same  is  to  be  performed,  to  be  particularly  described  and  ascertained  in  and 
by  the  following  statement :  — 

My  invention  relates  to  a  new  and  improved  method  of  disinfecting  all  kinds 
of  clothing  and  wearing  apparel,  being  in  the  form  of  a  wardrobe  which  is 
air-tight,  and  may  be  made  of  any  such  dimensions  as  the  size  or  shape  of  the 

20  room,  in  which  it  is  to  be  placed,  may  require 

The  articles  to  be  disinfected  are  hung  inside  the  wardrobe  and  are  disinfected 
bv  a  <*as  generated  from  formalin  tablets  which  are  put  in  a  small  methylated 
spirit  'stove,  placed  inside  the  wardrobe.  This  gas  kills  all  kinds  of  microbes, 
o-erms  of  disease,  vermin  &c.,  is  perfectly  harmless  to  cloth  and  not  injurious 
35  to  the  lungs,  when  inhaled.  In  order  to  remove  the  disinfected  ai tides  the 
gaseous  fumes  are  driven  out  of  the  wardrobe  m  a  few  minutes  b\  means  of 
a  hand  fan  capable  of  forcing  a  powerful  draft  of  air  through  an  aperture  in 
the  side  which  is  regulated  by  a  valve.  These  fumes  escape  through  a  rubber 
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or  metal  tube  (also  regulated  by  a  valve)  wliich  may  lead  tbrougb  roof  or 
window. 

Besides  being  a  sure  preventative  of  the  spread  of  infectuous  diseases  the 
wardrobe  is  also  a  handsome  piece  of  furniture  adaptable  to  any  apartment  in 
warehouse  or  private  dwelling-house  and  causes  absolutely  no  smell.  5 

deferring  to  the  annexed  drawings :  Pig.  I  shows  the  wardrobe  with  one  of 
its  doors  open,  the  garments  requiring  disinfection  are  are  placed  on  the  brass 
bar  marked  B,  the  disinfectant  is  generated  from  formalyn  tablets  placed  in 
spirit  stove  S  and  the  door  which  is  made  perfectly  air  tight  by  means  of  rubber 
lining  closed  during  the  operation.  Before  taking  the  garments  out  the  valves  1() 
at  \  and  \  1  are  opened  and  the  fumes  driven  through  P  which  leads  through 
roof  or  window  by  means  of  the  fan  P  Pig.  2  rejxresents  front  view  of  apparatus 
when  closed  and  in  use. 

I  wish  it  to  be  understood  that  I  do  not  confine  myself  to  the  materials 
specified  as  they  may  be  varied  if  found  necessary.  25 

Having  now  particularly  described  and  ascertained  the  nature  of  my  said 
invention  and  in  what  manner  the  same  is  to  be  performed,  I  declare  that 
what  I  claim  is :  — 

X.  Hie  combination  of  materials  as  above  set  forth  to  be  used  as  a  wardrobe 

for  disinfecting  all  kinds  of  wearing  apparel.  20 

XI.  Xhe  manufacture  and  use  of  the  disinfecting  wardrobe  as  above  described. 

Hated  this  12th  September  1901 

JOHN  MILLAR  BARCLAY. 
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